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The electric field and wave experiment (EFW) on Cluster 
is designed to measure the electric field and density fluctu- 
ations with sampling rates, on some occasions, up to 40000 
samples/s in two channels. Langmuir sweeps can also be 
made to determine the electron density and temperature. 
Among the more interesting objectives of the experiment is 
to study nonlinear processes that result in acceleration of 
plasma. Large scale phenomena where all four spacecraft 
are needed will also be studied. 

Keywords: Electric field, Electron density, Waves, Bound- 
ary regions, Cluster mission. 


Scientific Background 
Introduction 

The CLUSTER spacecraft will pass through numerous plas- 
ma regimes separated by a variety of boundaries and dis- 
continuities. From the view point of an electric field and 
plasma fluctuation experiment, this means that a large var- 
ity of wave-wave, wave particle and nonlinear plasma in- 
teractions as well as time and space variations of macro- 
scopic and quasi-static electric fields will be found along 
the trajectory of the space craft. These phenomena will 
occur over widely differing temporal, spatial, and ampli- 
tude ranges. To provide an adequate understanding of the 
phenomena, an electric field and plasma fluctuation exper- 
iment must be able to measure, in two dimensions, over 
frequencies ranging from DC to 10 kHz with a time res- 
olution of 100 microseconds. This will cover waves up to 
lower hybrid modes, and the time resolution will resolve 
time domain structures. Amplitudes of a few /x V/m to 
700 mV/m has to be covered and plasma density fluctua- 
tions from about 1 to 50 % relative variation. It should be 
able to measure phase velocities of electrostatic structures 


over time scales of milliseconds by interferometric timing 
between opposing boom pairs. In order to measure the po- 
larization of electrostatic waves and resolve the k vectors of 
waves propagating perpendicular and parallel to the mag- 
netic field with frequencies faster than the spin rate of the 
spacecraft, it must have two pairs of electric field sensors 
which can be sampled to produce an instantaneous two di- 
mensional electric field vector. The operation mode with all 
four probes measuring density fluctuations, will allow two 
dimensional plasma wave interferometer measurements to 
determine wavelength, phase velocities and time of flight of 
plasma phenomena. Finally, it must have an internal burst 
memory in order to record high time resolution data at 
rates higher than the telemetry stream. This burst mem- 
ory should be large enough to sample over the spatial dis- 
tances associated with the bow shock, auroral structures, 
the plasma sheet boundary, and the magnetopause. 

The experiment has four spherical sensors located at the 
end of 50 m long booms in the spin plane of the satellite. 
It covers four basic frequency ranges with two analog-to- 
digital converters that can sample up to 40 k samples/s 
and it has an internal memory of one megabyte. 

Electric Fields at Small Scales 

Some of the most interesting magnetospheric physics is as- 
sociated with nonlinear processes that result in the accel- 
eration of plasma. S3-3, Viking and ISEE electric field 
measurements have shown that particle acceleration is as- 
sociated with large amplitude, short duration electric field 
signatures see Figures 1 and 2. Small spatial and tempo- 
red scale structures are important because they provide the 
necessary dissipation in the various magnetospheric bound- 
ary regions. They are equally important, from the view of 
basic plasma physics. They represent the nonlinear state 
of the plasma under various conditions and as such are at 
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the forefront of basic plasma physics. 

Since such structures are inherently nonlinear, it is desir- 
able to study them in the time domain. The use of time 
domain information nicely complements the spectral infor- 
mation that is important in the study of linearly propagat- 
ing waves. The investigation of nonlinear structures in the 
time domain provides the best opportunity to make new 
discoveries by exploiting the capabilities allowed by recent 
advances in technology. 











Figure 1 Measurements on ISEE-1 at 32 samples/sec of spiky 
electric fields of about 100 mV/m and a duration of 
0.05 seconds of a bow shock crossing. This is a sin- 
gle axis measurement so that the direction relative 
to the magnetic field of the spikes is not known. 
Similarly no information of the phase velocity is 
available from this measurement. On Cluster the 
phase velocity could be determined if the poten- 
tials from each of the four probes were available at 
sampling rates of 10000 times/sec. 


ISEE observations in the bow shock reveal intense electric 
field spikes with amplitudes of 100 mV/m and durations of 
.05 second (Figure 1). The spikes are often bipolar. Almost 
none of the properties of these waves can be determined 
by the ISEE experiment but could be determined by the 
Cluster quasi-static experiment. The phase velocity, scale 
size, polarization relative to the ambient magnetic field, 
three-dimensional structure, coherence length, relation to 
comparable temporal scale density and magnetic field fluc- 
tuations can be determined with the Cluster electric field 
instrument in four satellites. These quantities are needed 
to evaluate the role of the spikes in providing anomalous 
resistivity, thermalizing ion and electron distributions, and 
in the production of high energy electron beams commonly 
seen at the bow shock. 

High time resolution data must be obtained using the in- 
ternal burst memory in various different sampling schemes 
based on the region of space being sampled. Whenever 
higher-time resolution data have become available, new 
phenomena have been discovered, e.g. recent rocket obser- 
vations of Langmuir solitons (Ref. 1). We anticipate the 
discovery of many interesting important new structures in 
the high-frequency time domain data to be obtained by the 
Cluster satellites. 

Electric Fields at Intermediate Scales 

Many of the central scientific goals of the Cluster mission 
relate to electric fields at intermediate scales (100’s of km 


VIKING 



Figure 2 These measurements from Viking show high time 
resolution density fluctuation data in two channels. 
The instrument could also measure one electric field 
vector and one density fluctuation parameter simul- 
taneously. From these data rather detailed charac- 
teristics of weak double layers could be obtained 
such as propagation velocity and direction, scale 
length, net electric field etc. (Ref. 14). On Clus- 
ter similar phenomena could be studied in other 
regions of space and scale lengths in two direction 
with a time resolution of a millisecond or better. 


to a few Re)- These include MHD turbulence in the solar 
wind, magnetosheath and cusp, instabilities driven by ve- 
locity shears, waves associated with quasi-parallel shocks, 
transfer events, impulsive penetration of plasma into the 
magnetosphere, and slow mode shocks in the near tail in 
association with reconnection. Electric field data will pro- 
vide information which is vital for determining wave modes, 
wave vectors, phase velocities and energy flow. The spa- 
tial and temporal variation in the auroral zone electric field 
is another interesting topic addressed by measurements on 
these spatial scales. 

The average behavior of the auroral zone electric field and 
related electrodynamical parameters for various geophysi- 
cal conditions is relatively well documented. This is, how- 
ever, not the case for the instantaneous auroral electro- 
dynamics on which very few studies have been conducted 
(Refs. 2, 3). A new technique to obtain global realistic and 
self-consistent distributions of auroral electrodynamical pa- 
rameters has been recently developed (Ref. 3). Simulta- 
neous observations on the different spacecraft involved are 
used both for calibration of the model input data (field- 
aligned currents and conductivities) and for tests of the 
results (equipotential pattern). For these kinds of studies 
the Cluster mission with simultaneous four-point measure- 
ments will be ideally suited. 

The electric field is an important parameter in the measure- 
ment of MHD turbulence. MHD turbulence is expected 
in all the important regions to be investigated by Clus- 
ter. The electric field, together with the magnetic field, 
determines the Poynting flux and the propagation direc- 
tion of the waves and plasma flows in these regions. The 
scale size and the magnitude of the electric fields involved 
have a wide range of values in these various regions. In 
the solar wind, scale sizes are several hundred kilometers 
to many thousands of kilometers and electric field magni- 
tudes are of the order of 1 mV/m. On auroral field lines, 
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the electric field is typically much larger. Magnitudes of 
over 100 mV/m are common on scale sizes from less than 
a kilometer to tens of kilometers (Refs. 4, 5, 6). The 
quasi-parallel shock structure provides a strong challenge 
to space physicists attempting to understand the role of 
different wave modes and scale sizes in the decelaration 
and thermalization of upstream plasma. The four Cluster 
spacecraft can determine the phase velocity and Poynting 
flux waves and ’’shocklets” upstream and downstream of 
the shock. In the absence of such measurements it would 
be difficult to distinguish between waves standing in the 
shock frame, those waves created in the upstream region 
and convected and amplified across the shock transition 
region, and those waves created in the transition region. 

Electric Fields at Large Scales 

At the longest scale lengths of interest for the Cluster study 
are the electric fields associated with processes such as 
steady-state reconnection at the magnetopause, convection 
in the ’’quiet” magnetotail, and the formation of a near- 
earth neutral line. 

Steady-state convection in the magnetotail has been ex- 
amined using analytic and numerical methods as well as 
simulations (Refs. 7, 8). Their models will be testable for 
the first time using the Cluster electric field data. ISEE-1 
electric field data have suggested that the electric fields as- 
sociated with the hypothesized near-earth neutral line are 
confined to « 10 — 15-R^ in the dawn-dusk direction (Refs. 
9, 10). Comparisons of observed electric fields in the tail 
(20-40 mV/m during candidate neutral line events) with 
cross-polar-cap potentials imply that the field is primarily 
inductive (Refs. 10, 11). The Cluster satellite electric and 
magnetic field data will allow direct determination of asso- 
ciated electric fields, the relative importance of inductive 
and potential fields, as well as the relationship of the neu- 
tral line propagation speed to the electric field and where 
reconnection is initiated in the plasma sheet. The four 
satellites will also be able to determine the extent of sub- 
storm electric fields which may not be directly related to 
the neutral line (Ref. 12), in particular how these fields 
are related to substorm injection. Preliminary results on 
the propagation of these electric fields by comparing the 
ISEE-1 and GEOS data have been provided (Ref. 11). 
Comparisons of the E x B velocity to plasma sheet bound- 
ary motions (Ref. 13) have shown that the two agree dur- 
ing plasma sheet contraction, but not during expansion. 
Cluster electric field data can provide additional, more de- 
tailed information for understanding plasma sheet-motion, 
in particular, variations in the dawn-dusk and earthward- 
tailward directions. 

Instrument Description 

General 

To meet the scientific objectives the electric field instru- 
ment will be capable of measuring, in various modes; 


- Instantaneous spin plane components of the electric 
field vector, over a dynamic range of 0.1 to 700 mV /m, 
and with variable time resolution down to 0.1 mil- 
lisecond. 

- The low energy plasma density, over a dynamic range 
at least 1 to 100 cm -3 ; 

- Electric fields and density fluctuations in double lay- 
ers of small amplitude, over dynamic ranges of 0.1 to 
50 mV/m for the fields and 1 to 50 percent for the rel- 
ative density fluctuations, and with a time resolution 
of 0.1 millisecond on some occasions; 

- Electric fields and density fluctuations in electrostatic 
shocks or double layers of large amplitude, over dy- 
namic ranges of 0.1 to 700 mV/m for the fields and 
1 to 50 percent for the relative density fluctuations, 
and with a time resolution of 0.1 millisecond on some 
occasions; 

- Waves, ranging from electrostatic ion cyclotron emis- 
sions having amplitudes as large as 60 mV /m at fre- 
quencies as low as 50 millihertz, to lower hybrid emis- 
sions at several hundred Hertz and with amplitudes 
as small as a few fiV / m; 

- Time delays between signals from up to four different 
antenna elements on the same spacecraft, with a time 
resolution of 25 microseconds on some occasions. 

- The spacecraft potential. 

The detector of the instrument consists of four orthogo- 
nal spherical sensors deployed from 50 meter cables in the 
spin plane of the spacecraft, four deployment units, and 
a separate main electronics unit as shown in the block 
diagram in Figure 3. The instrument has several impor- 
tant features. The potential drop between two opposing 
spherical sensors can be measured to provide an electric 
field measurement. The instrument can also be operated 
as a Langmuir Probe and biased to provide the Langmuir 
current-voltage curve and, thus, the electron temperature 
and density. The potentials of the spherical sensor and 
nearby conductors are controlled by the microprocessor 
in order to minimize errors associated with photoelectron 
fluxes to and from the spheres. The output signals from 
the spherical sensor preamplifiers are provided to the wave 
instruments for analysis of high frequency wave phenom- 
ena. The instrument has a 1-megabyte burst memory and 
two fast A/D conversion circuits for recording electric field 
wave forms for time resolutions up to 10 kHz. Data gath- 
ered in the burst memory will be played back through the 
telemetry stream allocated to the electric field experiment 
by preempting a portion of the real time data gathered by 
the instrument. On board calculations of least square fits 
to the electric field data over one spacecraft spin period (4 
seconds) will provide a baseline of high quality two dimen- 
sional electric field components that are always present in 
the telemetry stream. Incoming data is continuously mon- 
itored using algorithms in software to determine if condi- 
tions are appropriate for triggering a burst collection play- 
back. 


Figure 3 Block diagram of EFW. 
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Analog Electronics 

Each sphere houses a preamplifier which measures the po- 
tential difference between the sphere surface and the space- 
craft analog ground. Since the plasma has high source 
impedance (10 7 — lO 10 ohms) and a capacitance of 5 pico- 
farads due to the 8 cm diameter sphere, the preamplifier 
must have a low leakage current (< 10 picoamperes) and 
low input capacitance (< 1 picofarad) to avoid the attenua- 
tion of input signals. Since the potential of a biased sphere 
can differ from that of the spacecraft by 5-50 volts in the 
absence of an electric field, and fields as large as 500 mV/m 
have been observed, the dynamic range of the preamplifier 
and associated sensor electronics is ±70 volts from DC to 
*800 Hz. The small signal response exists to 600 kHz for 
use by the AC electric field instrument. 

The 50-meter boom cable between the deployment unit 
and the sphere sensors contains eight wires and one coax- 
ial cable. These wires carry the power to the preamplifier 
in the sphere, the biasing voltages on the stub and guard 
surfaces, and the biasing voltage to the bias resistor. The 
wires and coaxial cable are surrounded by a kevlar braid 
which provides mechanical support against the centrifugal 
stresses on the cable. The outer surface of the cable is 
a conductor which is tied via a 10 6 ohm resistor to the 
spacecraft chassis. This resistance constitutes a negligible 
load for transmitters and receivers associated with the ac- 
tive sounder experiment or the inter-spacecraft link which 
may use the outer conductors on the 50 meter cables as 
antennae. 

In order to limit and control the flux of photo-electrons 
from the booms to the spherical sensors and minimize er- 
ror sources in the potentials of stub and guard surfaces 
are forced to follow the potential of the sphere with an 
adjustable DC offset. The DC offset is determined by 8 
bit microprocessor-controlled digital-to-analog converters 
located in the digital section of the main electronics box. 
The stub voltage follows the sphere voltage with an off- 
set which can range between -1.44 and ±1.44 volts in 256 
steps. The guard voltage follows the sphere potential with 
an offset between -35.6 and ±35.6 volts in 256 steps. 

The sphere potential is determined by the balance of plasma 
thermal currents, photoemission current, and a bias current 
to the sphere whose magnitude is controlled by on-board 
electronics to minimize the sheath impedance. This is ac- 
complished by controlling the potential drop across a bias 
resistor, R, of Figure 3 with bias control circuitry. One 
end of the bias resistor is tied to the sphere surface. The 
other end of the resistor is driven by the bias control cir- 
cuitry which operates in one of the two modes as deter- 
mined by the state of a bias relay. If the instrument is 
measuring electric fields, the relay is set so that the bias 
control circuit follows the output of the sphere with a DC 
offset determined by the DAC. The potential drop across 
the resistor is the DAC determined value and the injected 
current is this value divided by the value of the resistance. 
This current can vary from -3.6 to ±3.6 microamperes in 
256 steps. These values are large enough to balance the 


maximum possible photoelectron flux from the spheres. 

The spherical sensors can also be operated as current col- 
lecting Langmuir probes to provide information on the plas- 
ma density and electron temperature. In this mode, relays 
in each of the four deployment units are flipped so that the 
microprocessor controlled bias circuits are referenced to the 
satellite rather than the output of the sphere preamplifier. 

The output of each sphere preamplifier is filtered by anti- 
aliasing filters with frequencies at 10 Hz, 200 Hz, 5 kHz 
and 10 kHz. A simple frequency counter is included for 
the range 5-250 kHz. The low frequency filter data will be 
utilized for direct transmission of data. The 200 Hz signal 
will be stored on the on-board tape recorder. The high- 
est frequency data will be recorded in the internal burst 
memory and played out at slower telemetry rates. 

Digital Electronics 

The digital electronics contain two very fast analog-to- 
digital system, a set of digital-to-analog converters for bi- 
asing, a single 8-bit radiation-hard microprocessor, and a 
large burst memory. Extensive software functions increase 
the instrument’s capabilities and data coverage. 

The strategy for measuring the sphere voltages over a range 
of plus or minus 700 mV/meter to an accuracy of 1 micro- 
volt/meter can be achieved in a number of ways. With a 
16-bit converter, the single ended measurements of sphere 
voltage (VI through V4) will be measurable from 350 mV/m 
to 10 fi V/m. Differential measurements V1-V2 and V3-V4 
will have a gain factor of ten and thus be measurable to 
about 1 /x V/m but will only have a range to 10 mV/m. 

Boom Deployment Mechanism 

Each DC Electric Fields Deployment Unit is a small, self- 
contained package containing a motor driven mechanism 
that deploys a multiconductor cable and tip mounted spher- 
ical sensor in the spin plane of the Cluster satellites. On 
orbit, each opposing pair of cables will be symmetrically de- 
ployed to a tip-to-tip distance of approximately 100 meters. 
The assembly consists of two major components: a deploy- 
ment mechanism, and the cable with sensor. The mecha- 
nism design has evolved from a series of successful satellite 
experiments including S3-2 and S3-3, ISEE, Viking, and 
CRRES. 

The deployment unit contains a rotating assembly, a brush 
DC gearmotor, an over-tension and end-of-cable indicator, 
an analog cable length indicator, a pyrotechnic-released 
spherical sensor housing, and a cable oscillation Coulomb 
damper through which the cable exits the mechanism. 

Distribution of responsibilities among institutes: 

The laboratories in Berkeley, Noordwijk, Oslo, Oulu, Stock- 
holm and Uppsala are responsible for the design, produc- 
tion, test and integration of hardware with support from 
Hanscom/AFGL. The main responsibility for software and 
data handling is with Berkeley, Greenbelt/GSFC, Oslo, 
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Stockholm and Uppsala. The institute in Moscow con- 
tributes to the coordination with the IKI-spacecraft. The 
institutes in Ithaca and Minneapolis are mainly contribut- 
ing to theoretical support and co-investigators at other in- 
stitutes not mentioned above contribute' to the coordina- 
tion with the wave consortium which EFW is a part of. 

Instrument Summary 

The main characteristics of the instrument are the capa- 
bility of high sampling rate, two-dimensional electric field 
measurements and two dimensional plasma enterferometer 
measurements with four Langmuir probes. 

Measured quantities 

Three main parameters will be measured. 

i) The quasi static Electric Field. 

ii) The Wave Electric Fields 

iii) The plasma Density and the relative Density Fluctu- 
ations 


Measured quantity 

Frequency range 

Dynamic range 

DO Electric Field 
(2 components) 

0 - 10 Hz 
0 - 200 Hz 
0 - 5000 Hz 
0 - 10000 Hz 

700 mV/m - 0.1 mV/m 
700 mV/m - 0.1 mV/m 
700 mV/m - 0.1 mV/m 
700 mV/m - 0.1 mV/m 

AC Electric Field 
(2 components) 

10 - 5000 Hz 

10 mV/m - « 1 fiV/m 
See note. 

Plasma density 
fluctuations 

0 - 10 Hz 
0 - 200 Hz 
0 - 5000 Hz 

1 - 100 cm -1 
1 - 100 cm" * 1 
1 - 100 cm" 1 

Density and Temperature 
(Langmuir sweeps) 


1 - 100 cm -1 
eV range 


Note: For gain = 10. Final gain not yet determined. 


Data rates 


Nominal telemetry rate 

1440 bits/sec 

Tape Loading Mode Data Rate 

< 24 kbits/sec 

Burst Memory Loading Mode Data Rate 

< 1280 kbits/sec 
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Physical Data 


Item 

Mass 

(kg) 

Power 

(W) 

Main Electronics Box 
Wire Booms 4 units 

1.96 

15.55 

3.1 


